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77  lE  illustrate  herein  our  Tuerk  Alternating  and  Direct  Current  Ceiling 
MLB  Fans ;  also  Alternating  and  Direct  Current  Desk  and  Bracket  Fan- 
Motors  for  1900.  Our  Fans  are  now  so  well  and  favorably  known 
that  any  special  remarks  from  us  commending  their  quality  are,  we  believe, 
at  this  time  unnecessary. 


TELEPHONE , 

275  CORTLANDT. 

CABLE  ADDRESS, 

“ LATHAMCO NEW  YORK. 


E.  B.  LATHAM  &  CO., 

J  36  LIBERTY  STREET, 

New  York,  N.  Y.,  U.  S.  A. 


A.  B.  C.,  A.  I.  AND  LIBBER’S  CODES  USED. 


TUERK 


ALTERNATING 


CURRENT  FAN. 


Cuerk  Alternating  Current  Ceiling  Tan. 

1900  Model. 

Is  finished  in  Bower  Barff,  Bronze  (with  polished  brass  stem  and  canopies),  Oxydized 
Copper,  Ivory  and  Gold,  Nickel  and  Polished  Brass.  Made  for  52  to  120  volts,  50,  60,  100  and 
125  cycles.  Speed  of  fan,  152  revolutions  per  minute.  Spread  of  blades,  5  feet  ;  width  of  blades 
8  inches. 


PRICE  LIST.  Complete  with  Switch. 


FINISHED  IN 

BOWER  BARFF  (dead  black), 

$50.00 

FINISHED  IN 

BRONZE, 

50.00 

FINISHED  IN 

OXYDIZED  COPPER, 

51.00 

FINISHED  IN 

NICKEL, 

54.00 

FINISHED  IN 

IVORY  AND 

GOLD, 

55.00 

FINISHED  IN 

BRASS, 

60.00 

For  height  of  ceilings  over  14  feet,  $1 .00  per  foot,  net, 

extra. 

TELEGRAPH  CODE. 

Volts. 

52  V. 

104  V. 

52  V. 

104  V. 

110  V. 

100  V. 

115V. 

Cycles. 

125  C. 

125  C. 

GO  C. 

60  C. 

60  C. 

100  C. 

50  C. 

Bower  Barff 

Notion 

Notoriety 

Novelty 

Nunnery 

Nilee 

Nourish 

Noose 

Bronze 

Occult 

Ocean 

Oddity 

Olden 

Optor 

Octavo 

Octopus 

Oxydized  Copper  Jtpper 

Jigger 

Jicgar 

Jiecar 

Jidur 

Jiblet 

fiklop 

Nickel 

Quill 

Quiltage 

Quack 

Quaff 

Qrist 

Quinine 

Quaking 

Ivory  and  Gold 

Pacing 

Paddock 

Palace 

Pansy 

Ponde 

Pa  gen 

Painless 

Brass 

Rabbit 

Rafter 

Rascal 

Relish 

Redden 

Rainbow 

Rapide 

TUERK 


ALTERNATING 


CURRENT 


ELECTROLIER 


FAN. 


CuerK  Alternating  Current  electrolier  fan. 


Is  finished  in  Bower  Barff,  Bronze,  Oxydized  Copper,  Nickel,  Brass,  and  Ivory  and  Gold. 
Price  list  of  Fans  without  Electroliers  same  price  as  Fig.  896  on  Page  3. 

ELECTROLIER  PRICE  LIST.  Fig.  503. 


Code  Word.  Cat.  No. 


Joy  us 

500 

2  light  Electrolier,  complete, 

$8.00 

Joeph 

501 

3  “  “  “  ... 

10.00 

Jocko 

502 

4  “  “  .  . 

12.00 

Jopen 

503 

5  “  ••  “  ... 

14.00 

Johou 

504 

0  “  “  .  . 

15.00 

Lamps  for  above  will  be  furnished  at  market  price. 


Note  . — Edison  Sockets  will  be  used  in  each  case  unless  otherwise  specified. 


TUERK 


DIRECT 


Figure  897. 


CURRENT  FAN. 

Style  A. 


Cuerk  Direct  Current  Ceiling  fan 

1900  Model-Style  “A.” 


Made  for  no,  170,  220,  250  and  500  volts  direct  current.  Speed,  190  revolutions  per 
minute,  or  furnished  with  two  speed  regulator,  giving  135  and  igo  revolutions  per  minute 
respectively. 


PRICE  LIST. 

FINISHED  IN  OXYDIZED  COPPER,  for  110  Volts .  $40.00 

FINISHED  IN  NICKEL,  foi  110  Volts . . 40.00 

FINISHED  IN  IVORY  AND  GOLD,  for  110  Volts,  ...  ...  45.00 


TELEGRAPH  CODE. 


Finish. 

110  to  125  Volts. 

170  Volts. 

220  Volts. 

250  Volts. 

500  Volts. 

Oxdized  Copper 

/ auer 

fay  don 

Jap  son 

Jarney 

Javervy 

Nickel 

Dance 

Dudce 

Dandy 

Darling 

Dra?iul 

Ivory  and  Gold 

Carrol 

Colden 

Casino 

Cavern 

Crajon 

Extra  for  170,  220  and  250  Volt  windings,  ....  ...  $2.00^'et 

“  “  500  Volt  windings,  ..........  5.00  “ 

“  “  2  speed  regulator  with  switch,  ........  3.00  “ 

Note  . — All  110  Volt  Fans  furnished  with  starting  switch  on  bottom. 


TUERK 

DIRECT 


CURRENT 


ELECTROLIER  FAN. 
Style  A. 


Figure  898. 


CuerK  Direct  Current  Electrolier  fan. 

1900  Model.— Style  A. 


Is  finished  in  Oxydized  Copper,  Nickel,  and  Ivory  and  Gold.  Made  for  no,  170,  220,  250, 
and  500  volts  direct  current.  Speed  190  revolutions  per  minute,  or  furnished  with  two  speed 
regulators,  given  135  and  190  revolutions  per  minute  respectively.  Price  list  of  Fans  without 
Electroliers  and  other  extras  the  same  as  on  page  7. 


ELECTROLIER  PRICE  LIST.  Fig.  898 


Code  Word. 

Cat.  No. 

Raven 

750 

2  light  Electrolier,  complete, 

Renshan 

751 

3  >• 

R  iso  m 

752 

4  •> 

Rensen 

753 

5  “ 

Rowrid 

754 

e  “ 

Rod  gen 

755 

2  speed  Regulator  and  Switch, 

Lamps  for  above  will  be  furnished  at  market  price. 

N  ote.— Edison  Sockets  will  be  used  in  each  case  unless  otherwise  specified. 


$8.00 
10.00 
12.00 
14.00 
15.00 
3.00  Net. 


TUERK 


DIRECT 


OSmisMSk- 


Figure  505. 


CURRENT  FAN. 


Style  B. 


CuerK  Direct  Current  Veiling  fan. 

1900  Model.— Style  B. 

“mpe,e  With  ,h-  «*«  of  fans 

hanging  hook  and  ^  ”e’ , is’^"' ''  ‘"“V 

Is  finished  in  Bower  Bar ff  Rmn 

direct  current.  026  °n  y'  Made  for  no,  170,  220,  250 

pp  j  Q £  11  O T 

FINISHED  in  BOWER  BARFEm 

finished  in  bronze,  for  £0  Volts,  ’  ^  V°'tS’  '  • 


Finish. 
Bower  Barff 
Bronze 


110  to  125  Volts. 
A  bsord 
Bounty 


telegraph  code. 


Sxtra  for  170,  22°  and  250  Volt  Windings 

500  Volt  windings, 


170  Volts. 
Advance 
Brack 


220  Volts. 
A  l sc  ess 
Boyhood 


250  Volts. 
A  busive 
Bray 


>  but  is  made 
Upper  canopy, 

and  500  volts 


$38.00 

38.00 

500  Volts 

Ashto?i 

Boldt 

$2.00  Net 
5,00  “ 


TUERK  DIRECT  CURRENT  WALL  FAN. 


Figure  500. 


CuerK  Direct  £umnt  mail  Tan. 


1900  Model. 

space  is  to  be  ventilated' ““  ’arge  halls’  ballrooms,  churches  etc 

S,diSFdWith  "  With°«  0ndbe  ddiUSted  ‘° 

Forpnces  on  electroliers,  see  page  9  C°PPer-  N*kel  or  Ivory  and 

finished  in  oxvdizedPcopCpeRUST’  WlTHOUT  electrolier. 

finished  in  nickel 


finished  in  ivory  and  gold, 


Finish. 

Oxydized  Coppe 
Nickel 

Ivory  and  Gold 


HO  to  125  Volts. 

Darken 
Darkist 
Darbey 

Extra  for  170,  220  and  250  Volt  windings 
500  Volt  windings, 

3  speed  regulator  with  switch, 


telegraph  code. 


170  Volts. 
Daw  Jin 
Dailon 
Daiphon 


220  Volts. 
D  air  aw 
Dapper 
Daytop 


250  Volts. 
Dacon 
Dabou 
D  at  ops 


$70.00 

70.00 

75.00 


500  Volts. 
Dallas 
Dallott 
Dauslon 

$2.00  Net 
5.00  “ 


ALTERNATING  CURRENT  INDUCTION 
FAN  MOTORS. 


12  Inch  Style 

Figure  854. 


14  Inch  Style. 

Figure  903. 


alternating  Current  Untmction  jfan  flDotors. 

1900  Models. 

Made  for  52  to  220  Volts,  50,  60,  100,  125  and  140  Cyles.  Furnished  with  12  and  14  inch 
Polished  Brass  Fans  and  Guards. 


Figure  863.  Two  Speed,  12  inch.  Solid  Frame. 


Code  Word. 

Cat.  No. 

Volts. 

Cycles. 

Price  List. 

Latent 

854 

104 

125 

$25.50 

Lapwing 

855 

52 

125 

25.50 

Larceny 

856 

104 

60 

25  50 

Largess 

857 

52 

00 

25.50 

Lark 

858 

110 

60 

25.50 

Larynx 

859 

100 

100 

25.50 

Lash 

860 

120 

50 

25.50 

Lass 

861 

220 

60 

30.00 

Figure  903.  Two  Speed,  14  i 

nch,  Solid  Frame. 

Bunto 

903 

104 

125 

$31  50 

A  bbon 

904 

52 

125 

31.50 

Dope 

909 

104 

60 

31.50 

Capon 

910 

52 

60 

31.50 

Edipe 

871 

110 

60 

31.50 

Fingo 

873 

100 

100 

31.50 

Hyone 

872 

220 

60 

36.00 

Gilds 

874 

120 

50 

31  50 

ALTERNATING  CURRENT  INDUCTION 

FAN  MOTORS—'  Continued). 


Trunnion 


12  and  16  inch  Style. 


Frame. 


Figure  901  and  507. 


alternating  Current  llntmcHon  Jfan  flDoton?. 

1900  Models. 

Made  for  52  to  220  Volts,  50,  60,  100,  125  and  140  Cycles.  Furnished  with  12  and  16  inch 
Polished  Brass  Fans  and  Guards. 


Figure  901.  Two  Speed,  12  inch,  Trunnion  Frame. 


Code  Word. 

Cat.  No. 

Volts. 

Cycles. 

List  Price. 

Brandt 

90  1 

104 

125 

$28  50 

A  rrod 

902 

52 

125 

28.50 

Draw 

907 

104 

60 

28.50 

Cown 

908 

52 

60 

28  50 

Elode 

850 

110 

60 

28.50 

Folde 

852 

100 

100 

28.50 

Goftes 

853 

120 

50 

28.50 

Hinde 

851 

220 

60 

33.00 

Fig.  507.  Two  Speed,  16 

inch ,  Trunni 

ion  Frame. 

Dipson 

507 

104 

125 

40.50 

Dipping 

508 

52 

125 

40.50 

Dipont 

509 

154 

60 

40.50 

Digging 

51  0 

52 

60 

40.50 

Disk 

51  1 

110 

60 

40.50 

Dig 

51  2 

100 

100 

40.50 

Dirron 

5  1  3 

120 

50 

40.50 

Dibber 

514 

220 

60 

45  00 

ALTERNATING  CURRENT  INDUCTION 
BRACKET  FAN  MOTORS. 


16  inch  Style. 

Figure  875. 


12  inch  Style. 

Figure  883. 


Hlternatino  Current  fntmction  Bracket  jfan  fIDotors. 

1900  Models. 


Made  for  52  to  220  Volts,  50,  60,  100,  125  and  140  Cycles.  Furnished  with  12  inch  and  16  inch 
Polished  Brass  Fans  and  Guards. 


Figure  883. 

Two  Speed, 12  inch, 

Bracket  Frame, 

Code  Woid. 

Cat.  No, 

Volts. 

Cycles. 

Price  List. 

Laugh 

883 

104 

125 

$28.50 

Laughed 

884 

52 

125 

28.50 

Laughing 

885 

104 

60 

28.50 

Launched 

886 

52 

60 

28.50 

Laundry 

887 

110 

60 

28  50 

Laurate 

888 

100 

100 

28.50 

Lava 

889 

120 

50 

28  50 

Lavatory 

890 

220 

60 

33  00 

Figure  875. 

Two  Speed,  16  inch, 

Bracket  Frame. 

Lawn 

875 

104 

125 

40.50 

Lax 

876 

52 

125 

40.50 

Laxity 

877 

104 

60 

40.50 

Laymon 

878 

52 

60 

40.50 

Laziness 

879 

110 

60 

40.50 

Leach 

880 

100 

100 

40.50 

Leader 

881 

120 

50 

40  50 

Leafage 

882 

220 

60 

45.00 

DIRECT  CURRENT  DESK  FAN  MOTORS. 


12  and  14  inch  Style. 

Figure  803  and  806. 


direct  Current  jfan  flDotors 


1900  Models. 


Made  for  no  to  250  Volts,  with  Polished  Brass  Fans,  Guards  and  Trimmings.  Standard 
finish  of  motor  body,  Black  Enamel.  Special  finishes  to  match  interior  decorations  furnished 
to  order,  at  $3.00  extra  list. 


Figure  803.  12  inch,  Solid  Frame,  Three  Speed. 


Code  Word. 

Cat.  No. 

Volts. 

Finish  of  Motor  Body. 

List  Price. 

Leak 

803 

110 

Black. 

$25.50 

Lean 

804 

220 

Black. 

30.00 

Leaped 

805 

250 

Black. 

30.00 

Figure  806.  14  inch, 

Solid  Frame,  Three  Speed. 

Learned 

806 

110 

Black. 

$31.50 

Lease 

807 

220 

Black. 

36.00 

Leasehold 

808 

250 

Black. 

36.00 

DIRECT  CURRENT  FAN  MOTORS. 


T  runnion 


12  and  16  inch  Style. 

Figure  809  and  515. 


Frame. 


Direct  Current  jfan  fIDotors, 


1900  Models. 


Made  for  no  to  250  Volts,  with  Polished  Brass  Fans,  Guards  aud  Trimmings.  Standard 
finish  of  motor  body.  Black  Enamel.  Special  finish  to  match  interior  decorations  furnished  to 
order  at  $3.00,  extra  list. 


Figure  809.  12  inch  Trunnion ,  Three  Speed- 


Code  Word. 

Cat.  No. 

Volts. 

Finish  of  Motor  Body. 

List  Price. 

Leash 

809 

110 

Black. 

28.50 

Leaven 

810 

220 

Black. 

33  00 

Lecture 

811 

250 

Black. 

33.00 

Figure  515.  16  i 

nch  T runnion 

Frame,  Three  Speed. 

Dragon 

515 

110 

Black. 

40.50 

Drapping 

516 

220 

Black. 

45  00 

Drawl 

517 

250 

Black. 

45.00 

DIRECT  CURRENT  BRACKET  FAN  MOTORS. 


12  and  16  inch  Style. 

Figure  812  and  815. 


Direct  Current  Bracket  jfan  flDotors 


1900  Models. 

Made  for  no  to  250  Volts,  with  Polished  Brass  Fans,  Guards  and  Trimmings.  Standard 
finish  of  motor  body,  Black  Enamel.  Special  finish  to  match  interior  decorations  furnished  to 
order  at  $3.00,  extra  list. 

Figure  812.  12  inch  Bracket,  Three  Speed. 


Code  Word. 

Cat.  No. 

Volts. 

Finish  of  Motor  Body. 

List  Price. 

Lecturing 

81  2 

110 

Black. 

28.50 

Leeward 

813 

220 

Black. 

33.00 

Legacy 

814 

250 

Black. 

33.00 

Fig.  815. 

16  inch  Bracket 

,  Three  Speed. 

Legate 

815 

110 

Black. 

40.50 

Legation 

816 

220 

Black. 

45.00 

Legend 

81  7 

250 

Black. 

45.00 

PARTS  FOR  TUERK  ALTERNATING  CURRENT 

CEILING  FAN. 


WHEN  ORDERING  GIVE  NUMBER  OF  FAN,  OR  WHETHER  1896,  ’97,  ’98,  ’99  OR  1900  MODELS. 


price  Xist  of  parts  for  Cuerfe  H.  C.  Ceilino  tfan. 


Code 

Cat. 

Word. 

No. 

Laxness 

1 

Case,  ...... 

Lazily 

2 

Upper  part  of  case,  . 

Lazy 

3 

Lower  “  “  with  switch 

Leadin 

4 

Adjuster  complete, 

Leading 

23 

“  frame,  .  .  .  . 

Leajless 

5 

Wheel  Yokes,  .... 

League 

6 

Wheels,  per  pair,  '98  and  ’99, 

Leaking 

12 

Wheels,  per  pair,  ’96  and  ’97, 

Legion 

7 

Blade  Iron,  .... 

Leaky 

8 

Switch  complete,  .... 

Leakage 

9 

Field  complete,  .... 

Lea?ied 

13 

Field  windings,  125  or  140  cycles, 

Leaning 

14 

Field  windings,  60  cycles, 

Leanness 

io 

Armature,  com’te,  .... 

Leaping 

15 

“  Shaft,  .... 

Leased 

11 

Upper  bearing  pin,  .... 

Leavened 

16 

Blades,  per  pair,  Black, 

Leavening 

17 

“  “  “  Bronze, 

Lectured 

18 

“  “  “  Nickel  or  Oxydized  Copper. 

Ledge 

19 

“  “  “  Brass, 

Leeway 

20 

“  “  “  White  and  Gold  . 

Legalize 

21 

Large  Canopy,  .... 

Legally 

22 

Small  Canopy,  .... 

$8.00 
4.00 
4.00 
5.00 
3  00 
2.00 
3.00 

2.50 
1.00 

1.50 
20.00 

8.00 

6.00 

6.00 

1.00 

.50 

4.50 

4.50 
5.00 
6.00 
6.00 

1.50 

1.00 


Figure  820. 


direct  Current  Battery  jfan  fIDotor. 

List  Price. 

Code  Word.  Cat.  No.  each. 

Larboard  820  Outfit  complete,  with  charge  to 

run  125  hours,  $30.00 

Consisting  of  Edison  battery  motor,  with  nine  inch  Fan  and 
Guard,  battery  cords,  four  Edison-Lalande  cells,  type  S., 
porcelain  jars,  in  polished  oak  box,  25  inches  long,  8  inches 
wide,  15  inches  high. 

Code  Word.  Cat.  No. 


Larch 

821 

Battery  Motor, with  nine 
inch  Fan  and  Guard, 

The  motor  with  fan  occu¬ 
pies  a  space  10x12  inches. 

It  is  absolutely  noiseless. 

$15.00 

Lariat 

822 

Flexible  battery  cord, 
connecting  cord  to  battery 

1.00 

Larva 

823 

Complete  renewals  for  4 
cells,  type  S., 

5.50 

Lascar 

824 

Zinc  Plates, 

.25 

Lashed 

825 

Copper  Oxide  Plates,  . 

.40 

Lashing 

826 

Caustic  Potash,  per  can 
of  four  charges, 

1.20 

Latently 

827 

Heavy  Paraffine  Oil,  per 
bottle,  .... 

.25 

9 


